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OOP 83-205 
3 February 1983 


MEMORANDUM FOR: Deputy Director for Administration 
FROM: 

Director of Data Processing 

SUBJECT: ODP Report for Week Ending 4 February 1983 


l • SAFE Early Capability 

A memorandum from the Office of Communi cat ions was 
received responding to the impact of DDI’g requirement to install 
1,000 terminals in the F and G corridors of Headquarters to 
support SAFE. The memorandum stated that commun i cat ions capacity 
for 600 terminals is currently available and capacity for an 
additional 400 terminals is to be available later in 1984. 
Therefore, there is no expected impact on either the Early 
Capability or the Integrated Capabilities. 

2 . CAMS 2 Developmental Center 

The CAMS 2 Developmental Center extended the hours of 
operation on 31 January. The Center is operational for 16 hours 
daily from 0700 to 2330 hours. 


3 . Significant Events During Coming Week 
None . 
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